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Message Text 


CONFIDENTIAL POSS DUPE 
PAGE 01 SINAI 02153 170840Z 
70 

ACTION SSM-05 

INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO SY-05 /027 W 

003286 

R 170820Z NOV 76 
FM USMISSION SINAI 
TO AMEMBASSY ATHENS 
INFO SECSTATE WASHDC 1360 

CONFIDENTIAL SINAI 2153 

FOR TSO, DEPT FOR SSM, A/SY/T 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT: PERIMETER SECURITY PLANS 
REF: SINAI 2152 

1 . SFM WILL PROVIDE BOTH POWER AND SIGNAL CABLE FOR 
INSTALLATION OF RACON UNITS (REFTEL). 

2. SIGNAL AND POWER CABLES WILL BE INSTALLED, AND MATERIALS 
FOR SETTING SENSOR POSTS WILL BE AVAILABLE ON OR BEFORE 

29 NOVEMBER 1976. WILL ADVISE UPON COMPLETION OF CABLE 
INSTALLATION. 

3. REQUEST YOU ADVISE SFM OF TRAVEL AND INSTALLATION PLANS 
SOONEST. 

THORNE 


CONFIDENTIAL 


NNN 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 NOV 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976SINAI02153 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760429-0473 
From: SINAI 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 976/newtext/tl 9761 138/aaaabgpi. tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SSM 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 SINAI 2152 
Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 MAY 2004 by buchant0>; APPROVED <17 AUG 2004 by coburnhl> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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